Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 
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ACTION SCI-06 

INFO OCT-01 10-14 ISO-OO OIC-04 DRC-01 RSC-01 ( ISO ) W 

036406 

R 051650Z NOV 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3609 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 9117 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA PANEL ON FISSION PRODUCT NUCLEAR DATA, 

BOLOGNA, ITALY, NOV 26-30, 1973 

REF: IAEA VIENNA 8544 

1. AGENCY (SCHMIDT) INQUIRES WHETHER R.O. HEATH, 

AEROJET NUCLEAR CO„ IDAHO FALLS, AVAILABLE TO ATTEND 
SUBJECT MEETING AT U.S. EXPENSE. SCHMIDT NOTES THAY ARE 
SHORT ON EXPERTS TO COVER GAMMA-RAY DECAY DATA ADEQUATELY. 
AS NOTED REFTEL, SCHMIDT DISCUSSED THIS WITH ROGOSA/AEC 
DURING RECENT INDC MEETING. 

2. ADVISE SOONEST. PORTER 
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